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Ill
one1. The linage which appears in front of the concave mirror may he either larger or smaller than (he object itself, depending upon the position of the objcet relative to the mirror and the observer.
U is inverted, and is formed in the air. A candle placed between the center of curvature of the mirror and the principal focus forms an inverted linage in air, which is lander than itself.
PHANTOM   lM)i:<4)UI-,T.
The phantom bouquet, an interesting and very beautiful optical illusion, is produced by placing a bunch of flowers
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(either natural or artificial) in an inverted position, behind a .shield of some sort, and projecting its image into the air by means of a concave mirror, A magnifying hand glass answers the purpose, if of the right focal length, and a few books may serve as a shield, Two black-covered books arc* placed upon one end and arranged at an angle with each other, and a third book is laid horizontally on the ends of the standing books. The bouquet is hung top down ward in the angle of the books, and a vase is placed on the upper book, over the hanging bouquet. a magnifiede image in the mirror, then tracing the reflected ray from the s'une point in the mirror to the eye, it will be found thai, in this, as in all other mirrors, the simple law of reflection applies; that is, that the angle of incidence and the angle of reflection are equal.
